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| Electromedical Notes and Abstracts” 


GENERAL. ELECTRIC X-RAY CORPORATION 
April 23, 1937). 03 


PROSTATIC BLECTRORESECTION 


ma Walcoolm Baillie, M.B.B.S., King's College Hospital; 
LO Sed Oy (Um Olomr. Vittles 4%, March. 1955, 


NP. 


At the sugsestion of Mr, Yates Bell, it was decided to investigate 
the ammunt of blood lost in this Operation for comparison with the average 
loss of nalf a pint occurring in prostatectomy, The estimation was per- 
formed colorimetrically by comparing the irrigation fluid from the bladder 
wlth the patient's own blood, usually by eye, sometimes br colorimeter. 


A consecutive series of 50 operations were observed, but in le 
cases the estimations were delayed and are, therefore, omitted. In the re- 
maining 48, the average loss of blood eae Operagion was 2,1 07.3 in 16 
of them it was only a fraction of an oz. The only high result was 14.6 oz. 
in @ case which had heart disease, high blood pressure, Paget's disaase 
and carcinoma of the rectum, and upon whom the operation was verformed under 
innalation anesthesia, 
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